From: Clemmer, Jill (DPH) 

Sent: Thursday, November 10, 2011 3:09 PM 

To: Piro, Peter (DPH); Servizio, Paul (DPH); Nassif, Julianne (DPH) 

Subject: initial HPLC results - LORAZEPAM 

Attachments: 111011_LORAZ_report.doc 


3 down???! Note that the glycols in the samples/QC add viscosity error to their liquid measurements. Paul and I think 
that an 80 - 120% recovery window is appropriate for this analysis, and consideration of tampering... Not sure if that info 
should be added to the report... Data will come your way, Julie. 
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